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(57) ABSTRACT 

A starter circuit particularly suitable for a plasma of an ion 
engine for a spacecraft includes a power supply having an 
output inductor with a tap. A switch is coupled to the tap. 
The switch has a control input. A pulse control logic circuit 
is coupled to said control input, said pulse control logic 
circuit controlling said switch to an off state to generate a 
high voltage discharge. 
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STARTER CIRCUIT FOR AN ION ENGINE 

“The invention described herein was made in the per- 
formance of work under NASA Contract Number NAS3- 
27560 and is subject to the provisions of Section 305 of the 
National Aeronautics and Space Act of 1958 (72 Stat. 435; 
42U.S. C 2457).” 

TECHNICAL FIELD 

The present invention relates generally to an ion propul- 
sion system, and in particular to a method and apparatus for 
igniting a plasma in an ion propulsion system. 

BACKGROUND OF THE INVENTION 

For over thirty years, ion engines have been proposed for 
propulsion of vehicles in space. Outside of space propulsion, 
ion generation may also be applied to various types of 
materials processing systems involving ion sources, such as 
for ion beam etching or micromachining. Ion engines use 
movement of ions to provide thrust. 

Generally, an ion engine has an ion accelerator system 
that uses an anode, a cathode, a screen grid and an accel- 
erator grid coupled within a thruster housing. Generally, an 
ion engine works by generating an inert gas plasma within 
the thruster housing. Xenon is an example of a suitable gas. 
A charge within the plasma between the anode and cathode 
forms ions. The inert gas ions leave the thruster through the 
charged screen and accelerator. The net force from the ions 
leaving the thruster housing generates a thrust. A neutralizer 
is located outside the thruster housing and generates elec- 
trons. The electrons are attracted to the ions so the ions do 
not re-enter the thruster housing as they otherwise would in 
space. 

To initiate a breakdown of the xenon to form ions in the 
thruster or electrons at the neutralizer a high voltage break- 
down must occur between the anode and cathode. 
Previously, it was thought that separate power supplies must 
be used to initiate the high voltage breakdown at both the 
thruster and the neutralizer. 

In spacecraft design, it is desirable to eliminate parts and 
complexity when possible. More parts increases weight of 
the spacecraft. More parts and complexity inherently 
reduces reliability. 

It is therefore an object of the invention to provide a 
power supply system that operates reliably and reduces 
overall weight and complexity. 

SUMMARY OF THE INVENTION 

It is therefore one object of the invention to provide a 
starter circuit that operates reliably and reduces overall 
weight of the spacecraft. 

In one aspect of the invention, a starter circuit includes a 
power supply having an output inductor with a tap. A switch 
is coupled to the tap. The switch has a control input. A pulse 
control logic circuit is coupled to said control input, said 
pulse control logic circuit controlling said switch to an off 
state to generate a high voltage discharge. 

In a further aspect of the invention, a method of starting 
plasma includes the steps of: 

emitting a gas; 

charging an inductor having a tap and an output; 

coupling a starter circuit to said tap; 

controlling the starter circuit to initiate a high voltage 
discharge; 
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producing a current through the gas; 

establishing a plasma; and 

igniting the plasma. 

Another advantage of the invention is that because a pulse 
5 input is used rather than a continuous source a high voltage 
rectifier and regulation control circuit are not required. 

One advantage of the invention is a separate power supply 
for the starter circuit has been eliminated from the space- 
craft. This reduces weight and complexity. 

10 Other features and advantages of the invention are readily 
apparent from the following detailed description of carrying 
out the invention when taken in connection with the accom- 
panying drawings. 

15 BRIEF DESCRIPTION OF THE DRAWINGS 

FIG. 1 is a perspective view of a spacecraft having a 
power supply circuit according to the present invention. 

FIG. 2 is a cross sectional view of an ion thruster having 
a power supply according to the present invention. 

20 

FIG. 3 is a block diagram of a power supply system 
according to the present invention. 

FIG. 4 is a block diagram of a starter circuit. 

DESCRIPTION OF THE PREFERRED 
25 EMBODIMENTS 

In the following description, identical reference numerals 
are used to identify identical components in the various 
figures. The present invention is particularly suitable for use 
in a spacecraft. The power supply circuit of the present 
30 invention is also useful in other applications that have a wide 
dynamic range of system operability including a varying 
load or input. The present invention is also applicable to 
other systems that include ion sources such as materials 
processing equipment like ion beam etching or microma- 
35 chining. 

Referring now to FIG. 1, a spacecraft 10 has a thruster 
housing 12 that houses an ion thruster 14. Spacecraft 10 
further includes solar panels 15 as a source of electrical 
power. In the present invention, spacecraft 10 is powered by 
xenon ions which are generated in ion thruster 14. Space- 
craft 10 includes a xenon feed subsystem 16 supplying 
xenon to thruster 14. A digital interface and control unit 
(DCIU)18 is also coupled to the thruster housing 12. 

45 A neutralizer 20 is also coupled to thruster housing 12 and 
xenon feed subsystem 16. As will be further described 
below, neutralizer 20 generates electrons to neutralize the 
positive ions emitted by thruster 14. 

Thruster 14 generally includes an anode 24 and a cathode 
50 26. Neutralizer 20 also includes an anode 28 and a cathode 
30. Cathodes 26, 30 each have a respective heater 32, 34. 
Thruster 14 and neutralizer 20 also include a respective 
xenon source 36, 38 that are part of xenon feed subsystem 
16. A keeper 40, 42 for concentrating the stream of xenon 
55 (ions or electrons) may also be provided near respective 
cathodes 26, 30. 

Thruster 14 further includes a screen grid 44 and an 
accelerator grid 46. Both screen grid 44 and accelerator grid 
46 are formed of an electrically conductive mesh material. 
60 A plasma screen 48 may be used to enclose thruster 14 on 
sides other than where screen 44 and accelerator 46 are 
positioned. Plasma screen 48 is used to capture and prevent 
spalling of ion sputtered grid material. 

A power supply circuit 50 is incorporated into spacecraft 
65 circuitry. Power supply circuitry 50 is coupled to anodes 24, 
28, cathodes 26, 30, heaters 32, 34, screen grid 44 and 
accelerator 46. 
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At a high level of operation, xenon sources 36, 38 are used 
to generate a plasma of xenon adjacent to cathodes 26, 30, 
respectively. Heaters 32, 34 are used to heat the xenon 
plasma upon start up. An arc starter circuit shown in FIG. 3 
is used to ignite the xenon plasma. Thruster 14 uses the 
xenon ions for thrust. As the xenon ions pass through screen 
44 and accelerator grid 46, thrust is created. Neutralizer 20 
generates a xenon plasma as well. However, the goal of 
neutralizer 20 is to generate electrons that are used to 
electrically balance the xenon positive ions in space to 
prevent the xenon ions from being attracted back to the 
spacecraft. 

Referring now to FIG. 3, power supply circuit 50 is 
illustrated in greater detail. A central spacecraft bus 52 
couples the base components of power supply circuit 50 
together. Spacecraft bus 52 includes a bus input 54 and a bus 
return 56. 

Input filters 58 may be coupled to spacecraft bus 52 to 
reduce electrical noise. Input filters 58 may take the form of 
capacitors or other circuit components as would be evident 
to those skilled in the art. 

The control of the power supply circuit 50 is controlled by 
DCIU 18. DCIU 18 is also coupled to bus 52. A housekeep- 
ing supply 60 may also be incorporated into power supply 
circuit 50. Housekeeping supply 60 may be used for other 
functions besides a centralized system and may not be 
coupled to bus 52. 

Power supply circuit 50 includes a plurality of application 
specific power supplies. The application specific power 
supplies are sized in terms of current and voltage based on 
the specific components to which they are connected. The 
specific power supplies may include a discharge heater 
supply 62, discharge supply current source 64, screen supply 
voltage source 66 , an accelerator supply voltage source 68 , 
a neutralizer supply current source 70, and a neutralizer 
heater supply 72. Discharge heater supply 62 is coupled to 
heater 32 and is disposed within thruster 14. Discharge 
supply current source 64 has a positive output 64P coupled 
to anode 24. Discharge supply current source 64 also has a 
negative output coupled to cathode 26. Negative output may 
also be coupled to screen grid 44. Screen supply voltage 
source 66 has a positive output 66 P that may also be coupled 
to anode 24. Accelerator supply voltage source 68 has a 
negative terminal coupled to accelerator 46. Neutralizer 
supply current source 70 has a positive output 70P coupled 
to neutralizer anode 28. Neutralizer supply current source 
has a negative output 70N coupled to neutralizer cathode 30. 
A filter capacitor 79 and a voltage clamp 77 may be coupled 
to negative output 77 of neutralizer supply 70. Neutralizer 
heater supply 72 is coupled to heater 34. Neutralizer heater 
supply 72 has a positive output 70P and a negative output 
70N. 

A negative output 66 N of screen supply voltage source 66 , 
a positive output 68 P of accelerator supply voltage source 
68 , a negative output 70N of neutralizer supply current 
source 70 and negative output 72N of neutralizer heater 
supply 72 may all be coupled together at the same electrical 
potential. Discharge arc starter circuit 76 and a neutralizer 
arc starter circuit 78 may be coupled to cathodes 26, 30 
respectively. As described above, arc starter circuits 76, 78 
are used to ignite the ion plasma. 

Referring now to FIG. 4, starter circuit 76 is illustrated in 
further detail. Starter circuit 76 is identical to neutralizer 
starter circuit 78 except that the feedback current threshold 
is adjusted downward as will be further described below. 

Sufficient power to generate a high voltage pulse to 
initiate an arc is obtained from a power supply that is 
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currently used in the present invention. By using a power 
supply already available new components for providing 
power to starter circuit 76 are not required. Discharge power 
supply 64 is suitable because the circuitry includes a 
5 smoothing inductor 80 as part of the output of circuitry. 
Current is established between positive output 64P and 
negative output 64N of discharge power supply 64. Dis- 
charge power supply 64 also has a primary winding 82 and 
a secondary winding 84. Secondary winding is coupled to 
rectifier diodes D1 and D2. Secondary winding 84 may also 
have a tap 86 extending therefrom. Tap 86 is coupled to the 
thruster cathode and inductor 80 through diode D3 and 
through capacitor Cl and diode D4. 

Starter circuit 76 includes control logic 88 that controls 
the initiation of a high voltage. Control logic may comprise 
15 a plurality of logic circuits or may be microprocessor-based. 
Control logic is coupled to a transformer 90 having a 
primary winding 92 and a secondary winding 94. Secondary 
winding is coupled to a resistor R1 and a voltage clamp 96 
that is comprised of a pair of zener diodes 98 and 100. A 
20 second resistor R2 is coupled in parallel with voltage clamp 
96. 

Control logic 88 controls a switch 102. Switch 102 has a 
control input 102 C that is coupled to control logic 88 
through transformer 90. 

Switch 102 is coupled between a tap 104 on inductor 80 
through an isolating diode D5. Inductor 80 has a discharge 
output 106. Current at discharge output is monitored through 
a sensor 108. Sensor 108 is coupled to control logic 88 
30 through a feedback input 110. Control logic 88 may also 
have a discharge on/off input 112. Discharge on/off input 112 
may be derived from other controllers within the spacecraft 
such as DCIU. 

In operation, the starter circuit 96 generally operates as 
35 follows. When switch 102 is turned on, current increases in 
inductor 80 to store energy therein. When switch 102 is 
turned off rapidly, a high voltage spike is generated across 
inductor 80 which appears at discharge output 106. Dis- 
charge output 106 may, for example, be coupled to the 
40 thruster anode 24 described above where the high voltage 
will generate ions which conduct discharge current to form 
the plasma. 

To determine whether a high voltage discharge is to be 
applied to output 106, control logic 88 monitors current at 
45 current sensor 108. If the plasma is maintaining ion genera- 
tion the current flowing between the cathode and anode is 
greater than 1.5 amps. In the present example, if the current 
monitor indicates less than 1.5 amps which is a level 
corresponding to no ion generation, the starter operation is 
50 initiated as described in the following: A pulse is released 
through transformer 90 to drive the switch 102. Inductor 80 
acts as an auto -transformer that boosts the voltage to about 
200 volts for about 20 microseconds. When the arc is 
established between cathode 26 and anode 24, current from 
55 discharge supply 64 maintains the plasma. When the dis- 
charge current exceeds 1.5 amps, control logic 88 inhibits 
further pulses and thus enters a standby mode to conserve 
energy. If the discharge current drops below 1.5 amps 
(indicating that the arc has been extinguished), control logic 
60 88 pulses switch 102 to generate high voltage pulses at 
output 106. 

The same circuitry as starter circuit 76 may be used for 
neutralizer starter circuit 78. However, the threshold to 
initiate a high discharge output by control logic 88 need only 
65 be 0.5 amps. 

While the best mode for carrying out the present event has 
been described in detail, those familiar with the art to which 
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this invention relates will recognize various alternative 
designs and embodiments for practicing the invention as 
defined by the following claims: 

What is claimed is: 

1. A starter circuit comprising: 5 

a power supply having an output inductor, said inductor 

having a tap; 

a switch coupled to said tap having a control input; and 
a pulse control logic circuit coupled to said control input, 
said pulse control logic circuit controlling said switch 
to an on state to store energy and then to an off state to 
generate a high voltage discharge. 

2. A starter circuit as recited in claim 1 further comprising 
a current sensor coupled to said output inductor for sensing 
a current output of said inductor. 
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3. A starter circuit as recited in claim 1 further comprising 
a discharge current sensor, said current sensor coupled to 
said pulse control logic circuit. 

4. A starter circuit as recited in claim 1 wherein said 
switch comprises a field effect transistor. 

5. A starter circuit as recited in claim 1 wherein said pulse 
control logic comparing said current output to a current 
threshold and controlling said switch to an on and off state 
when said current output is below said threshold. 

6. A starter circuit as recited in claim 5 wherein said 
current threshold is 1.5 amps. 

7. A starter circuit as recited in claim 5 wherein said 
current threshold is 0.5 amps. 



